
Lights: Menthol 10 mg "tar," 0.8 mg nicotine; 100's 8 Kings 
11 mg "tar.” 0.9 mg nicotine—Medium: Kings 12 mg "tar." 
0.8 mg nicotine; 100's 13 mg "tar." 1.0 nicotine-Regular: 
16 mg "tar." 1.2 mg nicotine av. per cigarette by FTC method 


SURGEON GENERAL'S WARNING: Smoking 
By Pregnant Women May Result in Fetal 
Injury, Premature Birth, And Low Birth Weight. 


Come to where the flavor is. 
Come to Marlboro Country. 


S5.(K) off a c anon of any 








